CATHOLIC  CHAPEL  OF  THE  MOST  HOLY  TRINITY 
UNITED  STATES  MILITARY  ACADEMY 
WEST  POINT,  NEW  YORK 

Tower  and  Cloister  Exterior  -  Completed    1959.  An 
addition  to  the  original  structure  built  in  1899. 

Color  Photo  by  John  V.  Pontlere,  Jr. 
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